Discussion

All of the citations issued by Inspector White were
section 104(a), non "S&S" violations, and they are as
follows:

Citation No. 2232152, issued August 16, 1983, citing a
violation of 30 CFR, 55.9-87, and the condition or practice
cited states:

The hyster forklift was provided with a backup
alarm.  The alarm was not in working order.

Citation No. 2232254, issued August 16, 1983, citing a
violation of 30 CFR 55.9-1, and the condition or practice
states:

Records were not made available when requested as
to the preshift inspection on the mobile
equipment.

Citation No. 2232153, issued August 17, 1983, citing a
violation of 30 CFR 55.14-1, and the condition or practice
cited states:

The pinch point on the head pulley of the short
belt conveyor (recirculating) was not guarded.
The head pulley was located next to the catwalk.
No one was observed in the area.

Citation No. 2232155, issued on August 17, 1983, citing
a violation of 30 CFR 55.12-8, and the condition or practice
states:

The power conductors for the overhead hoist in the
machine shop had pulled out of the metal housing
and was secured by a small wire, thus not properly
housed.  No one was observed using the hoist.

MSHA Inspector Robert W. White, testified as to his
background and experience which includes past employments as
a mine superintendent, and service as a Federal mine
inspector since 1976.  He described the respondents Corpus
Christi mill as a free-standing mill which processes raw
barite through a process which includes grinding, milling,
and screening of the raw material which is trucked to the
facility; The processed barite is stored in silos and then
is sold in bulk or as a bagged product (Tr, 10-12).tions cited herein.  Considering the stipulated
